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Message Text 

UNCLASSIFIED 

PAGE 01 CARACA 00836 270429Z 
ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

045147 270552Z/17 

R 261200Z JAN 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 892 

UNCLAS CARACAS 0836 


PASS TO OED/SIPS, MEPD AND OIM 

E.O. 11652: N/A 
TAGS: BEXP, BENC, VE 

SUB J : PRODUCT OPPORTUNITY: TRANSFORMERS 


REF: A) CARACAS 76-12698 B. CARACAS 837, C. CARACAS 838 

1 . PROJECT NAME: COMPANIA ANONIMA DE ADMINISTRACION Y FOMENTO 
ELECTRICO'S (CADAFE) URIBANTE-CAPARO HYDROELECTRIC PROJECT BID 
NUMBER 78-DUC-001. 


2. BRIEF DESCRIPTION: SUPPLY, INSTALLATION SUPERVISION, AND 
TESTING OF SEVEN MONOPHAISC TRANSFORMERS OF 36.6/48/61 MVA EACH. 

THEY WILL BE USED TO FORM TRIPHASIC BANKS WITH A RESERVE UNIT. THE 
HIGH TENSION SIDE SHOULD HAVE A STAR CONNECTION WITH GROUNDED NEUTRAL 
OF 230 KV PLUS-OR-MINUS 2 X 2.5PERCENT AND THE LOW TENSION SHOULD 
HAVE A DELTA CONNECTION OF 13.2 KV, 60 HERTZ, WITH THE FOLLOWING 
ALTERNATIVE COOLING SYSTEMS: OA/FA/FA; OA/FA/FOA; OA/FOA/FOA. 

THESE TRANSFORMERS WILL BE INSTALLED AT THE SAN AGATON POWERHOUSE IN 
THE SOUTHWESTERN PART OF VENEZUELA. 


3. EXECUTING AGENCY/PROJECT MANAGER: ING. HERNAN BOULTON; DIRECTOR 
OF THE URIBANTE-CAPARO PROJECT; CADAFE; APARTADO DEL ESTE 61179; 
CARACAS, VENEZUELA. 
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4. STATUS OF PROJECT/ ANTICIPATED BID DATES: FIRMS WISHING TO 
PREQUALIFY FOR THIS PROJECT MUST PRESENT THE FOLLOWING DOCUMENTS, 
ORIGINAL AND TWO COPIES IN THE SPANISH LANGUAGE, IN THE SALA DE 
USOS MULTIPLES; EDIFICIO CENTRO ELECTRICO NACIONAL; AVENIDA SANZ, 

EL MARQUES; CARACAS AT 1500 HOURS ON 28 MARCH 1978: 

A. LETTER EXPRESSING INTEREST OF FIRM IN PARTICIPATING IN THIS 
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PROJECT. 

B. EVIDENCE OF FIRM'S LISTING IN CADAFE’S REGISTER OF FIRMS. 

C. NAME AND ADDRESS OF THE FIRM'S REPRESENTATIVE LAGALLY DOMICILED 
IN VENEZUELA. 

D. CERTIFICATION OF SAID REPRESENTATION DULY LEGALIZED IN THE 
COUNTRY OF ORIGIN BY THE CORRESPONDING VENEZUELAN CONSULATE. 

E. ARTICLES OF INCORPORATION AND STATUTES OF THE MANUFACTURING COM- 
PANY DULY LEGALIZED BY THE CORRESPONDING VENEZUELAN CONSULATE. 

F. COPY OF FIRM'S LATEST BALANCE SHEET AND PROFIT AND LOSS STATE- 
MENT IN CONFORMANCE WITH THE INSTRUCTIONS CONTAINED IN CADAFE'S 
REGISTRY OF FIRMS. BOTH DOCUMENTS MUST BE DULY LEGALIZED BY 
THE CORRESPONDING VENEZUELAN CONSULATE. 

G. DOCUMENTS WHICH SHOW THAT THE MANUFACTURING FIRM HAS SATIS- 
FACTORILY SUPPLIED SIMILAR EQUIPMENT AND THAT SUCH EQUIPMENT IS IN 
OPERATION. THIS INFORMATION IS TO INCLUDE LOCATION, DATE OF MANU- 
FACTURE. START-UP DATE. AND NAME AND TELEX NUMBER OF THE FIRMS WHICH 
OWN THIS EQUIPMENT. 

H. TEST DATA OF SIMILAR EQUIPMENT. 
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I. INFORMATION REGARDING ESTIMATED MANUFACTURE TIME FOR THE 
EQUIPMENT. 

J. INFORMATION REGARDING THE WEIGHT AND DIMENSIONS OF THE 
EQUIPMENT. 

K. ANY OTHER DOCUMENTATION THAT THE FIRM CONSIDERS TO BE IMPORTANT. 

5. ESTIMATED PROJECT COST/FOREIGN CONTENT: N/A 

6. COMPETITIVE FACTORS: N/A. 

VARY 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 jan 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 26 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978CARACA00836 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780040-0315 
Format: TEL 
From: CARACAS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t1 97801 21 /aaaaarfg.tel 

Line Count: 106 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: af4709e0-c288-dd11-92da-001cc4696bcc 

Office: ACTION ARA 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 78 CARACAS 76, 78 CARACAS 838 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 03 mar 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3712098 
Secure: OPEN 
Status: NATIVE 

Subject: PRODUCT OPPORTUNITY: TRANSFORMERS 
TAGS: BEXP, BENC, VE 
To: COM 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/af4709e0-c288-dd1 1 -92da-001 cc4696bcc 
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